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Date: 16-01-2023 Health Bulletin Time: 6:00 PM 
sulletin No. 1069 (since 15" March 202¢ 

1@) Positive Today: 00 #1 Recovered Today: 06 

{RX _ Death Today: 00 4. Active Cases: 11 

Stv’Y Sample Positivity today: 0.00% R% _ Recovery Percentage: 96.03% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104647 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100496 = (96.03%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3805 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 335 = (0.32%) 
5. Number of samples found negative for COVID-19 today: 475 
6. Total number of samples sent for COVID-19 testing today: 808 
7. Total number of cumulative samples found negative since 01.01.2022: 1594184 
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Detailed Status of Sample Tested 


< Negative oe Positive 
Negative ‘ Positive ; 
A Cumulative ; Cumulative 
in last 24 5 in last 24 : 
Since Goad Since 
01.01.2022 01.01.2022 


Haridwar 219 181 340283 | Oo | 14124 354377 
Total 808 475 1594184 | 0 | 104647 1698529 


Almora 4943 4506 0 4 433 
Bageshwar 2162 2057 0 0 105 
Chamoli 3380 3245 0 3 132 
Champawat 1994 1965 0 2 27 
Dehradun 39135 38445 3 212 475 
Haridwar 14124 13842 5 32 245 
Nainital 13564 13475 1 33 55 
Pauri Garhwal 5601 4541 1 21 1038 
Pithoragarh 2765 2606 0 4 155 
Rudraprayag 3065 2921 0 2 142 
Tehri Garhwal 2630 2162 0 8 460 
U.S. Nagar 9353 8994 1 8 350 
Uttarkashi 1931 1737 0 6 188 
Total 104647 100496 11 335 3805 
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COVID-19 STATUS SINCE 01.01.2023 


1@) Positive Today: 00 # Recovered Today: 06 

AR Death Today: 00 HQ Active Cases: 11 

1. Total cumulative Positive COVID-19 detected since 01.01.2023: 38 
2. Total Number of COVID-19 Patients Treated/ Cured since 01.01.2023: 53 
3. Total Number of COVID-19 patients migrated out of state since 01.01.2023: 04 
4. Total Number of COVID-19 Deaths since 01.01.2023: 02 
5. Number of samples found negative for COVID-19 today: 475 
6. Total number of samples sent for COVID-19 testing today: 808 
7. Total number of cumulative samples found negative since 01.01.2023: 10604 


Detailed Status of Sample Tested 


Negative ays Positive 
3 Positive 5 
Cumulative : Cumulative 
4 in last 24 é 
Since Since 


01.01.2023 OOS 01.01.2023 


Negative 
in last 24 
hours 


Almora 


Bageshwar 
Chamoli 
Champawat 
Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 


GARRATS WNIT 


Uttarakhand State Control Room 


Integrated Disease Surveillance Programme , C#VID-19 
ttarakhand State Control Room 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


COVID-19 Vaccination 


16 January 2023 


* Sessions Held Today: 95 
* Number of Beneficiaries Vaccinated Today: 338 
* Total Number of Beneficiaries Partially Vaccinated: 9116029 
* Total Number of Beneficiaries Fully Vaccinated: 8724335 
*% = Total Number of Beneficiaries Given Precaution Dose: 2218587 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae ks Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
here 12-14 12-14 SEZ eer a ‘i s if Precaution 1st 
ra We vrs | years tst | | years | ‘Stdose | and Dose | _ Dose = Boe eo cane [lee dee ata 
nee ae Cee eae Coverage | Coverage | Coverage | Coverage | Coverage | Coverage Coverage < us nse 
Almora 21129 15820 29467 24848 385025 359666 6025 6035 9961 9770 96938 1 
Bageshwar 10540 9144 14156 13382 186478 173474 2515 2522 2323 2403 65512 0 
Chamoli 15250 15195 19751 19737 275409 273067 3988 4025 6494 6642 125867 0 85 
Champawat 11017 10185 13565 13210 185712 175807 2257 2325 7595 7613 48296 1 5 
Dehradun 74412 54062 104725 85226 1586451 | 1500827 37254 36765 30677 31371 445995 20 75 
Haridwar 76648 43870 84293 55442 1525649 | 1475851 17797 17686 48487 48519 366039 15 10 
Nainital 43302 38850 53755 50003 761112 747261 14196 14019 20121 20260 210024 1 1 
Pauri 22905 18164 32793 31227 456808 440683 7928 7956 7111 7211 152997 0 0 
Pithoragarh 16699 12980 23887 21305 329266 321051 4097 4116 8325 8427 76682 1 7 
Rudraprayag 9223 7414 12655 11257 174922 161525 2466 2458 2692 2716 61042 1 4 
Tehri 23949 22606 31391 30887 402541 372911 6254 6321 4932 5061 146959 0 67 
US Nagar 63556 56172 93961 93106 1364541 | 1399867 12513 12650 34823 34128 293006 22 13 
Uttarkashi 13680 11523 18344 17358 237763 229761 3464 3490 5004 5122 129230 0 0 
Total 402310 | 315985 | 532743 | 466988 | 7871677 | 7631751 | 120754 120368 188545 | 189243 2218587 62 276 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 


S*"Y Sample Positivity: 4.40% 
RX CFR (%Death): 1.72% 


R% Recovery Percentage: 96.04% 
44 Migrated Cases: 2.23% 


Total cumulative Positive COVID-19 detected: 


Total Number of COVID-19 Patients Treated/ Cured: 


Total Number of COVID-19 patients migrated out of state: 


Total Number of COVID-19 Deaths: 


Total number of cumulative samples found negative: 


Total number of cumulative samples tested: 


Districts wise Status of COVID-19 


449432 


431646 


10022 


7753 


9769937 


10219369 


District Cumulative Negative Positive ange Cumulative Cumulative 
samples Tested Cumulative Cumulative Date Deaths Migrated/others 
Almora 328496 311312 17184 15930 200 1054 
Bageshwar 262079 254150 7929 77138 61 130 
Chamoli 361484 345852 15632 15228 65 339 
Champawat 341393 331720 9673 9402 35 216 
Dehradun 2512602 2360735 151867 147047 3739 1078 
Haridwar 2618419 2552710 65709 63005 1056 1643 
Nainital 743759 690853 52906 51728 980 197 
Pauri Garhwal 544834 521491 23343 21261 336 1745 
Pithoragarh 290433 277377 13056 12607 186 263 
Rudraprayag 245592 233721 11871 11461 108 302 
Tehri Garhwal 379593 361123 18470 16993 118 1359 
U.S. Nagar 1183442 1136143 47299 45366 769 1163 
Uttarkashi 407243 392750 14493 13880 80 533 
Total 10219369 9769937 449432 431646 T1535 10022 


